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Fig. 205, which is built by Werner and Pfleiderer, Saginaw, Mich.,
is extensively ttsed. These presses are strongly built and are con-
structed so as to require not more power than hydraulic presses of
the same capacity. They are very simple and can be handled with

FIG. 205.    SCREW PRESS.
perfect ease and safety. They are driven by a special reversing
apparatus, provision being made to prevent them from being started
in the wrong direction. They are started by moving a hand lever
and are brought to a full stop automatically through an arrangement
which stops the press when the piston has traveled to the prescribed